(WITH RHEOSTAT) 


REVISIONS 
DESCRIPTION APPROVEDIDATE 
ADDED WASHER, ITEM #9. 5-17-90 GLH 


UPDATED PART LIST. 8-11-94 GLH 
REDRAWN ON CAD. 
DELETE F/N 1 AND REVISE BOM. ADDED FINISH NOTE 3-17-06 JSS 


D | ADDED OPTIONAL WASHER NOTE 2 4/2/08 
CLB 


NOTES: 
ASSEMBLE DOME LIGHT (ITEM 3) WITH FLAT IN POSITION SHOWN. 


OPTIONAL: USE ADDITIONAL WASHERS TO SHIM AS REQUIRED 


G10011 RHEOSTAT MODIFIED GENEVA 
NAS1149FN632P| FLAT WASHER, #6 X .032 GENERIC 


NAS1149F0663 | FLAT WASHER, 3/8 X .063 GENERIC 
KLN700A-1/4 KNOB TYCO 


3 
SELF-LOGKING NUT 


SCREW, WASHER HEAD, #6-32 X .38 
DOME LIGHT WIRING HARNESS 
LIGHT FIXTURE, TRIMMED 
AIR VENT GENEVA 
HOUSING, DOME LIGHT #1 GENEVA 


ITEM NO. PART NUMBER DESCRIPTION VENDOR 


BREAK SHARP EDGES D: calaes 
a 


UNLESS OTHERWISE SPECIFIED 


. SOtARVENT 
TOLERANCES ARE: 
FRACTIONS — DECIMAL ANGLE: DOME LIGHT AIR VENT 
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TO GENEVA AVIATION AND SHALL NOT BE USED OR DUPLICATED BY 
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